Subject:  Re:  Status 

From:  Greg  Mills 

Date:  12/10/18,  12:04  PM 

To:  "Villalobos,  Brian  C."  <BCVillal@lasd.org> 

CC:  Jacques  Lilavois  <jacques.lilavois@vigilantsolutions.com>,  "Kearney,  Kevin"  <kkearney@cityofbradbury.org>, 
"Gaw,  John  L."  <JLGaw@lasd.org> 


Hi  Brian, 

We  are  waiting  on  the  requested  drawing  to  be  completed,  to  which  we  inquired  about  this  morning.  I  have  asked  for  a 
completion  date,  and  will  update  you  as  soon  as  I  have  it. 

Greg 


Sent  from  my  iPhone 

On  Dec  10,  2018,  at  11:28  AM,  Villalobos,  Brian  C.  <BCVillalPlasd . ora  cmailto : BCVillalPlasd . org>  >  wrote: 


Hi  Greg, 

What  is  the  status  of  the  installation  of  the  ALPR  cameras?  We  really  need  to  get  this  done  this  month.  Please 
let  us  know  what  is  next? 

-Brian 


